WILL ROGERS MOTOR COURT 
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Tulsa, Oklahoma 
Tub and Shower In each Unit 
Completely Air Conditioned. 
Individual Thermostats. 
Room Phones. 


Visit the Will Rogers Memorial In Claremore. 
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MOTOR COURT 


TULSA, OKLAHOMA 
EAST CITY LIMITS 
U. S. “66” 
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92-9249 


